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PHILIP MORRIS 

PHILIP MORRIS 
MANAGEMENT CORP. 

Charles E. B. Glenn P. O. BOX 26583, RICHMOND VA 23261-6583 PHONE (804) 274-2045 

Senior Patent Counsel 4201 COMMERCE ROAD, DOOR 17, RICHMOND VA 23234 FAX (804) 274-4780 


William J. McCabe, Esq. Octobers, 1992 

Fish & Neave 

875 Third Avenue 

New York, New York 10022-6250 


Re: PM 1522 - Process for Impregnation and Expansion of Tobacco 

Dear Bill: 


Further to our telephone discussions regarding PM 1522, please file a 
Supplemental Amendment as soon as possible presenting new claims framed in 
accordance with the proposed claims enclosed herewith. 


Please feel free to edit the claims to comport with support or antecedents in 
the specification and/or to address other matters that you deem appropriate. 

Please check the specification for support regarding “300 psig” in claim 40, 
and please see whether the lower limit recited in claim 42 might be lowered. 

Please attend to the remaining matters that were raised at our recent 
meeting, perhaps in a second supplemental amendment. 


May I suggest that upon filing of the Supplemental Amendment, that we fax a 
copy and/or telephone the Examiner to advise him of the Supplemental Amendment. 


Thank you for your immediate, attention to this matter. 


CEBG/drs 

Enclosure: Proposed Claim 


Sincerely, 

Charles E. B. Glenn 
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Source: https://www.industrydocuments.ucsf.edu/docs/qshj0000 





